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DRATS at the Pacific Ocean Beach 
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Your май 14 VOIT DU Fower 5ource( ~12.4 VDUJ 
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AddSetten DC 
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Your Main 12Volt DC Power Source Working OK 


(Cranking Voltage ~12.4 VDC) 
Г й " ” 
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Test: If Battery Terminals are Good and Clean, 
Cranking Voltage = 0 
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Test: If Battery Terminals are Oxidized and Need Cleaning, 
Cranking Voltage = 0, or 3, or 7, up to 12.4VDC 


/ : 
7 ED же” 
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Oxidization forms between Battery Post and 
Battery Clamp 
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12 Volt Battery and Mobile Radio as the Load 
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12 Volt DC Battery and 2 Mobile Radios as the Load 
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12 Volt DC Battery Voltage OK at the HF Radio 


DC, AC, & RF Basics 


Insert DC AMP Meter to test Current Draw of the HF Radio 


Volts 
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Insert DC AMP Meter to test Current Draw of the HF Radio 


Volts 


— 
http://smartercharger.com/battery-chargers/#C TEK Multi US 7002 
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http://smartercharger.com/battery-chargers/#HCTEK Multi US 7002 
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http://smartercharger.com/battery-chargers/#HCTEK Multi US 7002 
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http://smartercharger.com/battery-chargers/#C TEK Multi US 7002 
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Anderson Power Pole Connectors ! 


Anderson Powerpole & SB Series Sets 


Impoper ly \ rimped 
(Contains aik pockets) 
Proper ly (ті ресі 


~~ 


http://www.andersonpower.com/products/use.html 
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When You have enough Voltage,,, Everything Conducts ! 


DC, AC, & RF Basics 


When You have enough Voltage,,, Everything Conducts ! 
Do Not Try This ee Your Home,,, 
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erything Conducts 
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#2 Lead Pencil for RF Testing (Zap – ARC ) 
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Great for Pulling a RF ARC — Hold on to the 21-44 | 
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VOM becomes a RF Probe 
by twisting meter leads together and adding a 
1N914 diode 
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